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Message Text 


CONFIDENTIAL 

PAGE 01 STATE 247342 

15 

ORIGIN SY-04 

INFO OCT-01 NEA-06 ISO-OO /Oil R 

DRAFTED BY A/SY/T: JFPERDEW:PH 
APPROVED BY A/SY/T: JFPERDEW, ACTING CHIEF 

046253 

R 090025Z NOV 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BEIRUT 
INFO AMEMBASSY CAIRO 

CONFIDENTIAL STATE 247342 

E.O. 11652:GDS 

TAGS:ASEC 

SUBJECT:ACR AIR CONDITIONERS 

REF: BEIRUT 12631 

BEIRUT FOR RTC, CAIRO FOR RSO 

1. IN RESPONSE TO YOUR REQUEST, SY/T HAS INSTRUCTED MOT TO 
SHIP TO CAIRO TWO ACR AIR CONDITIONERS. 

2. THESE WILL BE THE NEW TYPE (MILITARY) AIR CONDITIONERS 
IDENTICAL TO THE ONE INSTALLED IN ALGIERS. THEY ARE 
RUGGED AND SPECIFICALLY DESIGNED FOR OUTDOOR INSTALLATIONS. 

3. POWER REQUIRED IS 220 VOLTS, SINGLE PHASE, 50 OR 60 
CYCLES. FULL LOAD CURRENT BETWEEN 20 AND 25 AMPERES. 30 
AMP CIRCUIT BREAKER REQUIRED. PER CAIRO 8380, FORESEE NO 
PROBLEMS WITH POWER WIRING ALTHOUGH SOME MODIFICATIONS TO 
WIRING MAY BE REQUIRED TO BALANCE SINGLE PHASE LOADS. 

4. SY/T WILL ADVISE AS SOON AS BILL OF LADING, SHIP NAME 
AND ETA AVAILABLE. MAW 

CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE247342 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:PH 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740323-0202 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741 156/aaaabvmd.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: BEIRUT 12631 
Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Aug-2002 by elyme>; APPROVED <27 MAR 2003 by GarlanWA> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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